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By Appointment 

Piazza dell’ Annunziata. At the left corner of this 
pictui esque square is the Palazzo Riccardi-Mannelli, a brick 
edifiice with ornamentation in stone, erected by Buontalenti in 
1565. The square is embellished with two baroque fountains; 
in the background is the Spedale degli Innocenti or Foundling 
Hospital. 
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